Saws, Knives and Machines 207 


WOOD HAND SCREWS 


Our Hand Screws are just as strong as the sturdy 
hickory of which they are made. 

Instead of lessening the natural strength of the wood, 
we retain it uninjured in the threads, by making them 
saw cut with a special machine, and the wood is not 
weakened by having a V-shaped tool forced through it, 
tearing and bruising the grain. 

The threads on the spindles are 25 per cent stronger 
and more lasting than those of other hand screws. 

All our spindles are made of selected second growth hickory stock, air seasoned, and 
under test shown extraordinary twisting resistance, tough, and practically unbreakable. 
They are all tumbled and waxed. 

The extra strength of the spindles, threads and jaws represents added value above all 
others—without any additional cost to you. 








Diameter | Length Length Size of List Price 
No. Screw Screw Jaw Jaw Open Per No. 
Inches Inches Inches Inches Inches Dozen 
800 14 28 24 3 x3 17 $50. 00 800 
801 14 26 22 234x234 15% 45.00 801 
802 14 24 20 254x25% 1334 40.00 802 
803 14 22 20 214x2% 12 36.00 803 
804 1k 22 18 216x2% 124% 34.00 804 
805 1k 20 18 234x236 10% 32.00 805 
806 1 20 16 234x236 11 30.00 806 
807 1 18 16 24x24 914 28 .00 807 
S08 % 18 14 2Yex2le 10 26.00 808 
809 % 16 14 - 2 x2 84 24.00 809 
810 % 16 12 1%x1k 8% 21.00 810 
811 34 14 12 134x1% 74 19.00 811 
812 34 12 10 154x15% 5% 16.00 812 
813 5% 10 8 134x13% 44 14.00 813 
814 i 8 7 1x1 3 12.00 814 
815 % 6 5 x1 2 11.00 815 
816 38 5 4 lex 14% 10.00 816 





Screw Boxes and Taps 
For Cutting Wood Threads 






Size of Tap hg 34" yy" 5g" 34" By" 1” 1" 1\" 134” 1%" 


Price, per 
Set.... $6.00 6.00 6.00 6.28 7.50 8.00 8.80 10.00 12.00 15.00 17.00 


210 Woodworkers’ Tool Works, Chicago 


Johnston's Improved Cabinet Makers’ Clamps. 





No. 3 
Head—13% x 2 in. Beam—2 x @ in. 
Screw— in. diam. 
Per Doz. Per Doz 
TO Open 2 fleets oa wx oe cee vs $22.00 Clamp Heads, with Screws... .$9.00 
“ ~ 8 « aeamewe cows 27.00 7 SrewWe OWI: caren dss 6.50 
= en Parry Seer ree 5 30.00 3 TOSS ODIF Wo. ew ccws 7.00 
+ ° 9 
Johnston's Improved Cabinet Makers’ Clamps, 
No. 1 
Head—2 x 23 in. Beam—2 x 1% in. 
Serew—1 in. diam. 
Per Doz. No. Per Doz. 
To er - feet ae oe ae rhe, 1 Clamp Heads, with Screws. $14.00 
we ee TTT 3600 Screws. only... 8.00 
” 6 ok se uewes eke 39.00 na - Toem only. «s«saras 8.40 


